PHILIP MORRIS U.S.A. 

INTEROFFICE CORRESPONDENCE 
Richmond, Virginia 


To; R. A. Fenner Date: November 20, 1992 

From: K. A. Mitchell 

Subject: TITL Interlab Comparison #10 

The data for the seven samples received from TITL for the Interlab Comparison #10 are 
given in the attached table. This also includes results from samples split with Product Audit. 


cc: P. G. Grantham 

J. M. Garman 
S. W. Laffoon 
B. B. Strang 
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